from the east would be forced to advance in column
through narrow passages.
The main defence on this side was the boundary
wall of the Residency grounds, supported by several
houses with loopholes and parapeted roofs. Near the
outer wall were the Financial Commissioner's Office,
which was strongly barricaded with boxes and furni-
ture, though the outhouses and the gateway were
very insecure; Mrs Sago's house, formerly a girls'
school; and the Judicial Commissioner's Office,
which was defended by a bank of earth and palisades.
These posts were supported by Fayrer's house (Dr
Fayrer was the Residency surgeon) and the Post
Office, both of which stood on the higher ground be-
hind. There were two guns by Fayrer's house and
four in the Post Office grounds, two to rake the ap-
proach to the Baillie Guard gate and two for frontal
defence.
Near the south-east angle stood Captain Ander-
son's post, where Mr Capper had been buried alive,
a two-storeyed house, barricaded and loopholed, the
compound being defended by a trench and palisade.
On the angle itself was the Cawnpore battery, de-
signed to enfilade the Cawnpore road and hamper
the movement of enemy troops from the south. It
was constructed of earth and palisades, and armed
with two 9-pounders and one 18-pounder. Round
the corner on the south face was the frouse of M.
Deprat, a French merchant, which, with the battery,
formed a single post.
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